Approved List of Surgical Disposable Items 


S.no 

Item 

Code 

Name of the Item 

Rates with taxes( in Rs) 

1 . 

SD-019 

Disposable Airway size 

00 

23.52 

2. 

SD-020 

Disposable Airway size 0 

23.52 

3. 

SD-021 

Disposable Airway size 

01 

23.52 

4. 

SD-022 

Disposable Airway size 

02 

23.52 

5. 

SD-023 

Disposable Airway size 

03 

23.52 

6. 

SD-024 

Disposable Airway size 

04 

23.52 

7. 

SD-025 

Ambu Bag Adult with 
face mask(silicon type) 

520.80 

8. 

SD-026 

Ambu Bag Peadiatrics 
with face mask(silicon 
type) 

408.80 

9. 

SD-027 

Antistatic Face mask size 

00 

109.76 

10. 

SD-037 

Disposable syringe with 
needle 1 cc(2 piece 
syringe with ribbon pack) 

2.44 

11. 

SD-038 

Disposable syringe with 
needle 2 cc(2 piece 
syringe with ribbon pack) 

1.15 

12. 

SD-039 

Disposable syringe with 
needle 3 cc(2 piece 
syringe with ribbon pack) 

1.16 






13. 

SD-043 

Disposable syringe with 
needle 50cc (2 piece 
syringe with ribbon pack) 

16.80 

14. 

SD-049 

Disposable Needle Size 

18 (Pack of 100) 

80.64 

15. 

SD-051 

One way Paediatrics I.V 
cannula No. 24 

6.99 

16. 

SD-052 

One way Paediatrics I.V 
cannula No. 26 

8.40 

17. 

SD-056 

One Way I.V cannula size 
22 

4.64 

18. 

SD-058 

Two Way I.V cannula size 
18 

5.11 

19. 

SD-059 

Two Way I.V cannula size 
20 

5.11 

20. 

SD-062 

Three Way I.V cannula 
size 18 

10.20 







21. 

SD-063 

Three Way I.V cannula 
size 20 

8.76 

22. 

SD-064 

Three Way I.V cannula 
size 22 

8.76 

23. 

SD-065 

Scalp vein Set size 21- 
24(Pre-sterilized as per 
drug act.) 

2.63 

24. 

SD-066 

3 Way Disposable Stop 
Cock Cannula Sterilized 
(ETO/Gamma Radiated) 

For Accurate Drug 
Administration. 

5.01 

25. 

SD-072 

I.V fluid set ( Sterilized as 
per drug act.) moulded 
chamber with inbuilt 
airvent 

5.66 

26. 

SD-078 

Gloves Post-Partum 
(IS I/C E) Size 7.5 per pair 

23.52 

27. 

SD-079 

Gloves Post-Partum 
(IS I/C E) Size 8 per pair 

23.52 

28. 

SD-080 

Sterilized Surgical Gloves 
for general use 
(ISI/CE)Sizc 6 V 2 per pair 

8.81 

29. 

SD-081 

Sterilized Surgical Gloves 
for general use (IS I/C E) 
Size 7 per pair 

8.81 

30. 

SD-082 

Sterilized Surgical Gloves 
for general use 
(ISI/CE)Sizc IV 2 per pair 

8.81 





31. 

SD-083 

Sterilized Surgical Gloves 
for general use 
(ISECE)Size 8 per pair 

8.81 

32. 

SD-084 

IIn-sterilized Surgical 
Gloves for general use 
(ISI/CE)Sizc 6 V 2 per pair 

7.28 

33. 

SD-085 

Un-sterilized Surgical 
Gloves for general use 
(IS I/C E) Size 7 per pair 

7.28 

34. 

SD-086 

Un-sterilized Surgical 
Gloves for general use 
(IS I/C E) Size IV 2 per pair 

7.28 

35. 

SD-087 

Un-sterilized Surgical 
Gloves for general use 
(IS I/C E) Size 8 per pair 

7.28 

36. 

SD-089 

Sterilized Disposable face 
mask (Double Layer) 

0.87 

37. 

SD-090 

Sterilized Disposable face 
mask (Triple Layer) with 
wiser 

1.16 

38. 

SD-091 

Sterilized Disposable 
Surgeon Cap with Elastic 

0.97 

39. 

SD-093 

Sterilized Disposable 
gown with arm 

50.18 

40. 

SD-096 

ECG Jelly 250 ml tube 

16.79 

41. 

SD-099 

B.P. Blade Size 11 
(ISECE) 

1.92 

42. 

SD-100 

B.P. Blade Size 15 
(ISECE) 

1.92 

43. 

SD-101 

B.P. Blade Size 20 
(ISECE) 

1.92 





44. 

SD-102 

B.P. Blade Size 21 
(ISPCE) 

1.92 

45. 

SD-103 

B.P. Blade Size 22 
(ISPCE) 

1.92 

46. 

SD-104 

B.P. Blade Size 23 
(ISECE) 

1.92 

47. 

SD-105 

B.P. Blade Size 24 
(ISECE) 

1.92 

48. 

SD-117 

IV Dressing (PU) All 

Sizes 

4.36 

49. 

SD-118 

Disposable Surgical Pad 
size 10x10cm 

4.82 

50. 

SD-119 

Disposable Surgical Pad 
size 20 x 20cm 

13.83 

51. 

SD-120 

Disposable Surgical Pad 
size 20 x 10cm 

7.67 

52. 

SD-121 

Disposable Surgical Pad 
size 5 x 5cm 

3.02 

53. 

SD-123 

Bone Marrow Biopsy 
Needles Metallic (Adult) 

197.12 

54. 

SD-124 

Bone Marrow Biopsy 
Needles Metallic (Paed.) 

1064.00 

55. 

SD-133 

Biocompatible, Bio- 
Degradable, Heamostatic 
Gilatin sponge patch 
consist of Chitosan, 

Gilatin, Thrombin, 
Transmic Acid, 
Glucosamine, Calcium 
Chloride and Thrombin 
sterilized. Formaldehyde 
Free. Size:l”x3.5” 

1020.28 

56. 

SD-144 

Enterial Feeding Tubes 

For Gastroenterology 

140.00 








57. 

SD-145 

Chest Drainage Catheter 

20 F 

33.48 

58. 

SD-146 

Chest Drainage Catheter 
24F 

33.48 

59. 

SD-147 

Chest Drainage Catheter 
28F 

33.48 

60. 

SD-148 

Chest Drainage Catheter 
32F 

33.48 

61. 

SD-149 

Tracheostomy Cuffed 

Size 5.5 IDMM 

168.00 

62. 

SD-150 

Tracheostomy Cuffed 

Size 6 IDMM 

168.00 

63. 

SD-151 

Tracheostomy Cuffed 

Size 7 IDMM 

168.00 

64. 

SD-152 

Tracheostomy Cuffed 

Size 8 IDMM 

168.00 

65. 

SD-153 

Tracheostomy Cuffed 

Size 9 IDMM 

168.00 

66. 

SD-165 

Peritoneal Dialysis 
administration sets 

46.58 

67. 

SD-166 

Arterio Venous Dialysis 
Catheter Lines 

21.28 

68. 

SD-167 

Peritoneal Dialysis 

Catheter (Adult) 

158.50 

69. 

SD-168 

Peritoneal Dialysis 

Catheter (Paediatrics) 

158.50 

70. 

SD-184 

Catheter Mount For 

Boyle’s Apparatus. 

51.08 

71. 

SD-190 

Makintosh Sheeting Per 

Mt. (ISI) 

116.48 







72. 

SD-199 

Double Lumen 
Endotrecheal Tubes (Left 
) size : 28 Fr. 

2296.00 

73. 

SD-210 

Disposable Laryngeal 

Mask Air Way Size 1 
(Silicon) 

380.80 

74. 

SD-211 

Disposable Laryngeal 

Mask Air Way Size 2 
(Silicon) 

380.80 

75. 

SD-212 

Disposable Laryngeal 

Mask Air Way Size 3 
(Silicon) 

380.80 

76. 

SD-213 

Disposable Laryngeal 

Mask Air Way Size 4 
(Silicon) 

380.80 

77. 

SD-214 

Disposable Laryngeal 

Mask Air Way Size 

5 (Silicon) 

380.80 

78. 

SD-220 

Twin Nasal Oxygen 
Catheter 

17.92 

79. 

SD-226 

Ventimask Venturi For 
Oxygen Therapy (Adult) 

30.00 

80. 

SD-227 

Ventimask Venturi For 
Oxygen Therapy 
(Pediatrics) 

53.76 

81. 

SD-235 

Biopsy Needle Pediatrics 

537.60 

82. 

SD-238 

Pressure Infusion Bag 1/2 
ltr 

1456.00 

83. 

SD-239 

Pressure Infusion Bag 1 ltr 

1568.00 




84. 

SD-243 

Nebulizer Mask 

32.48 

85. 

SD-244 

VPAP tube (Tube should 
have additional Lumen for 
drainage of secretion in 
subglottic space. 

489.44 

86. 

SD-246 

Flexometallic PVC Cuffed 
tube (with metallic spiral 
ring upto connector and 
low pressure cuff sizes 
from 3.0 to 9.0 mm) 

154.56 

87. 

SD-249 

Double Lumen Subclavian 
catheters for dialysis 
access. 

1019.20 

88. 

SD-256 

Yellow coloured non- 
chlorinated plastic bags 
for Incineration or Plasma 
Pyrolysis or deep burial 
Size: 33x40 

11.80 

89. 

SD-257 

Yellow coloured non- 
chlorinated plastic bags 
for Incineration or Plasma 
Pyrolysis or deep burial 
Size: 26x26 

4.25 

90. 

SD-258 

Yellow coloured non- 
chlorinated plastic bags 
for Incineration or Plasma 
Pyrolysis or deep burial 
Size: 20x20 

2.95 






91. 

SD-259 

Red coloured non- 
chlorinated plastic bags 
for autoclaving or 
microwaving / 
hydroclaving followed by 
shredding or mutilation or 
combination of 
sterilization and 
shredding. Size 33x40 

11.80 

92. 

SD-260 

Red coloured non- 
chlorinated plastic bags 
for autoclaving or 
microwaving / 
hydroclaving followed by 
shredding or mutilation or 
combination of 
sterilization and 
shredding. Size 26x26 

4.25 

93. 

SD-261 

Red coloured non- 
chlorinated plastic bags 
for autoclaving or 
microwaving / 
hydroclaving followed by 
shredding or mutilation or 
combination of 
sterilization and 
shredding. Size 20x20 

2.95 

94. 

SD-269 

Blood Administration Set 
/ Blood Transfusion set 

7.72 

95. 

SD-271 

Suction Catheter, Sterile. 
Size: FG- 6 

3.99 

96. 

SD-273 

Suction Catheter, Sterile. 
Size: FG- 10 

3.99 





97. 

SD-274 

Suction Catheter, Sterile. 
Size: FG- 12 

3.99 

98. 

SD-275 

Suction Catheter, Sterile. 
Size: FG- 14 

4.59 

99. 

SD-276 

Suction Catheter, Sterile. 
Size: FG- 16 

4.88 

100. 

SD-277 

Suction Catheter, Sterile. 
Size: FG- 18 

4.88 

101. 

SD-278 

Suction Catheter, Sterile. 
Size: FG- 20 

5.02 

102. 

SD-284 

Insulin syringe 
(Graduation up to 100 
units) with (fixed) 30 G 
needle 

2.96 

103. 

SD-291 

Nasal Oxygen Set, Twin 
Bore (accessory for 
compressed air breathing) 
for adult use 

15.87 

104. 

SD-292 

Nasal Oxygen Set, Twin 
Bore (accessory for 
compressed air breathing) 
for paediatric use 

13.00 

105. 

SD-294 

Ryle's Tube / Nasogastric 
Tube (P.V.C.) with radio 
opaque lining. Size: 12 

9.37 







106. 

SD-295 

Ryle's Tube / Nasogastric 
Tube (P.V.C.) with radio 
opaque lining. Size: 14 

9.37 

107. 

SD-296 

Ryle's Tube / Nasogastric 
Tube (P.V.C.) with radio 
opaque lining. Size: 16 

9.37 

108. 

SD-297 

Ryle's Tube / Nasogastric 
Tube (P.V.C.) with radio 
opaque lining. Size: 18 

9.37 


109. 

SD-301 

Pressure Monitoring Line 
/ High Pressure Extension 
Line (PMO Line) Length 
150 cm, Prime volume 

1.40 ml 

14.00 

110. 

SD-302 

Urine Collecting Bag for 
new bom /Paediatric 

Urine Collection Bag, 
capacity 100ml 

4.96 

111. 

SD-312 

PPE Kits (Each set 
consisting of Cap, Goggle, 
face mask, gown, shoe 
cover & lower gloves, 
etc.) 

116.30 

112. 

SD-314 

Sterilized Triple layer 
masks 

1.16 

113. 

SD-316 

Disposable hip U drape 
plastic 

84.00 

114. 

SD-320 

Disposable DHS drape 

409.50 

115. 

SD-322 

Under Buttock Drape 

90x110cm 

24.12 

116. 

SD-326 

Lace mask with wizer for 
protection of eyes and 
face 

23.54 

117. 

SD-329 

Valve extension set with 
double lumen IV 

connector 

66.08 






118. 

SD-333 

Disposable apron plastic 

4.94 

119. 

SD-341 

Continuous Ambulatory 
Peritoneal Dialysis Fluid 
(2 lr bag twin bags) 1.5% 

212.80 

120. 

SD-342 

Continuous Ambulatory 
Peritoneal Dialysis Fluid 
(2 lr bag twin bags) 2.5% 

212.80 

121. 

SD-344 

Kidney Biopsy Gun 

2520.00 

122. 

SD-353 

Filters for ventilators 

85.43 

123. 

SD-355 

Bains circuit for 
anaesthesia machines 

364.00 

124. 

SD-356 

IV Set with Flow 
regulator 

51.82 

125. 

SD-360 

Oxygen Mask 

21.28 

126. 

SD-361 

Re-breathing bag 0.5 ltr. 

70.56 

127. 

SD-362 

Re-breathing bag 1.0 ltr. 

70.56 

128. 

SD-363 

Re-breathing bag 1.5 ltr. 

70.56 

129. 

SD-364 

Re-breathing bag 2 ltr. 

70.56 

130. 

SD-370 

Hair remover razer 

7.60 

131. 

SD-371 

CVP Monometer 

129.80 

132. 

SD-097 

Ultrasound jelly 250 ml 
tube 

16.79 

133. 

SD-304 

Umbilical cord clamp 

1.55 







Subsequent List of Approved Items of Surgical disposable Items. 


S.no 

Item Code 

Name of the Item 

Rates (in Rs) 

1. 

SD-040 

Disposable syringe 
with needle 5cc (2 
piece syringe with 
ribbon pack) 

1.40 

2. 

SD-041 

Disposable syringe 
with needle lOcc (2 
piece syringe with 
ribbon pack) 

2.27 

3. 

SD-042 

Disposable syringe 
with needle 20cc (2 
piece syringe with 
ribbon pack) 

5.15 

4. 

SD-044 

Sterile single use Reuse 
Prevention syringe 
with Detachable 
needles complaint to 

ISO 7886:4 Type I and 
Type B, Flow wrap 
package using medical 

1.92 





5. 

SD-045 

Sterile single use Reuse 
Prevention syringe 
with Detachable 
needles complaint to 

ISO 7886:4 Type I and 
Type B, Flow wrap 
package using medical 
grade breathable 
paper, ETO sterilized 
conforming to ISO 
10993-7 and Stopper 
made of non-latex 
material. Size: 5ml 

2.24 

6. 

SD-046 

Sterile single use Reuse 
Prevention syringe 
with Detachable 
needles complaint to 

ISO 7886:4 Type I and 
Type B, Flow wrap 
package using medical 
grade breathable 
paper, ETO sterilized 
conforming to ISO 
10993-7 and Stopper 
made of non-latex 
material. Size: 10ml 

3.56 

7. 

SD-047 

Disposable single use 
insulin syringe with 
integrated needle made 
of polypropylene 
plastic with latex free 
rubber stopper. Should 
have no dead design & 
tribevel needle with 31 

G needle 

2.62 

8. 

SD-073 

Paed. Drip set. 
(Measured Volume 

Set) 

22.22 

9. 

SD-074 

Micro drip set 

5.64 

10. 

SD-112 

Infant feeding tube 

Size 7 

5.04 




11. 

SD-113 

Infant feeding tube 

Size 8 

5.04 

12. 

SD-114 

Infant feeding tube 

Size 9 

5.04 

13. 

SD-115 

Infant feeding tube 

Size 10 

5.04 

14. 

SD-136 

Pre-filled Saline Flush 
syringes 5ml 

26.36 

15. 

SD-281 

Sterile Disposable 
Perfusion Set with 
Airway and Needle 
(Adult Use) 

6.78 

16. 

SD-313 

N-95 Masks 

15.26 

17. 

SD-286 

Sterile Disposable 
(Single Use) PTFE I.V. 
Cannula with 
integrated 3 Way stop 
cock. Size 18G 

8.05 

18. 

SD-290 

Mucus Extractor 

Sterile 

8.59 







19. 

SD-291 

Nasal Oxygen Set, 

Twin Bore (accessory 
for compressed air 
breathing) for adult 
use 

13.00 

20. 

SD-354 

Closed suctions for 
endotreacheal tubes 

498.40 

21. 

SD-365 

Three Way with 
Extension Line Size 10 

cms 

8.50 

9.02 

22. 

SD-366 

Three Way with 
Extension Line Size 50 

cms 




23. 

SD-367 

Three Way with 
Extension Line Size 

100 cms 

9.80 

24. 

SD-368 

Three Way with 
Extension Line Size 

150 cms 

11.26 

25. 

SD-369 

Three Way with 
Extension Line Size 

200 cms 

12.25 

26. 

SD-374 

Transducer Protector 

8.22 






